TIMEX  SINCLAIR  1500 


Your  T/S  1500  computer  has  been  designed  to  work  with  a  wide  variety  of 
cassette  recorders.  However,  some  cassette  recorders  may  ndt  work  well  with 
computers,  even  though  they  work  acceptably  with  speech  or  music. 

If  you  already  own  a  cassette  recorder,  follow  the  steps  below  to  determine  if 
it  will  work.  If  it  does  not,  an  adjustment  of  the  recording  head  azimuth  by 
a  local  electronics  store  may  correct  your  recorder  problem. 

If  you  need  to  buy  a  cassette  recorder,  we  recommend  the  Timex  Sinclair  2020 
Computer  Program  Recorder.  It  has  been  specially  designed  to  LOAD  and  SAVE 
programs  with  Timex  Sinclair  computers.  It  has  automatic  recording  level  for 
proper  SAVE  volume,  and  a  VU/LEVEL  indicator  light  for  proper  LOAD  volume.  It 
may  also  be  used  as  a  conventional  cassette  recorder  for  speech  or  music. 

For  best  results  with  any  cassette  recorder,  follow  these  steps.  Turn 

recorder  TONE  control,  if  any,  to  HIGH  or  MAX.  If  the  recorder  has  2  separate 
tone  controls,  turn  TREBLE  to  HIGH  or  MAX,  and  turn  BASS  to  LOW  or  MIN.  There 
will  be  a  range  of  volume  settings  for  your  recorder  that  will  produce 

acceptable  LOAD  results.  You  should  determine  the  lowest  and  highest  VOLUME 
settings  that  work,  and  then  set  the  VOLUME  control  to  the  mid-point  of  that 
range. 

Determine  this  range  as  follows  with  the  Demo/  Starter  tape  included  with 

your  Timex  Sinclair  1500. 

1)  Insert  the  tape  supplied  with  your  computer  into  the 

cassette  recorder.  REWIND  the  tape  cassette. 

2)  Set  VOLUME  to  MAX  on  your  recorder. 

3)  With  computer  operating,  type  LOAD  "TEST"  and  press 
PLAY  to  start  the  tape.  Then  type  ENTER. 

4)  Within  approximately  40  seconds,  a  message  "STOP  THE 
TAPE"  should  appear  on  your  TV  screen.  If  it  does, 
this  is  an  acceptable  VOLUME  control  setting. 

5)  If  you  do  not  get  the  message  within  approximately  40 
seconds,  STOP  and  REWIND  the  tape. 

6)  Repeat  the  procedure  with  VOLUME  settings  of  9,  8,  7, 

etc.,  keeping  track  of  the  settings  producing 

acceptable  LOADS. 

7)  Once  the  lowest  and  highest  settings  are  known,  reset 
the  VOLUME  control  to  the  mid-point  of  those  settings. 

This  position  should  work  for  most  future  tape 
applications. 

Once  the  volume  is  properly  set,  you're  ready  to  enjoy  using  any 
Timex  Sinclair  1500  program  cassettes  and  even  "SAVE"  and  "LOAD"  your  own 
programs  with  your  own  cassette  recorder  or  the  Timex  Sinclair  2020  Computer 
Program  Recorder. 
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